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ACTION EB-07 

INFO OCT-01 ISO-OO EUR-12 MC-02 SSO-OO USIE-00 DODE-OO 

NRC-05 NSAE-00 TRSE-00 ERDA-05 CIAE-00 COME-OO ERDE-00 

/032 W 

049503 

O 191353Z AUG 76 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 3161 

CONFIDENTIAL OECD PARIS 24107 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, PL, US 

SUBJECT: US VACUUM DEPOSITION SYSTEMS TO POLAND— IL 
1355 AND IL 1204 

REF: (A) COCOM DOC (76) 1180, (B) OECD PARIS 23907, 

(C) COCOM DOC (76) 1305 

1 . DUE TO MIX UP IN COCOM SECRETARIAT, REFCASE A INI- 
TIALLY REPORTED AS APPROVED, WHILE IN FACT CASE BEING 
HELD ON RESERVE BY FRENCH DEL PENDING CLARIFICATION OF 
WHAT IS MEANT BY REFERENCE IN BROCHURE THAT "THESE MACH 
INES CAN BE USED TO MAKE JUNCTIONS IN SEMI-CONDUCTOR 
TECHNOLOGY." REFDOC C WHICH WAS OHLY ISSD 8-16 RE. 

CORDS FRENCH RESERVE. 

2. ACTION REQUESTED: SUSPENSION OF US LICENSING OF 
TRANSACTION PENDING COCOM APPROVAL AND APPROPRIATE IN- 
STRUCTIONS FOR RESPONSE TO FRENCH QUESTIONS. 

TURNER 
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